7B5 

POWER PENTODE 


GENERAL DATA 

Electrical: 

Heater, for Uni potential Cathode: 

Voltage. 6.3 d .ac or dc volts 


Current.. 0.4 DD .amp 

Mechanical: 

Mounting Position.Any 

Maximum Overal1 Length . 3-5/32” 

Maximum Seated Length. 2-5/8” 

Maximum Diameter . 1-3/16" 

Bulb.... - . T-9 

Base ..Lock-in 8-Pin 

Basing Designation for BOTTOM VIEW . 6AE 

Pin 1-Heater (ALT?) Pin 6 — Grid No.l 

Pin 2-Pi ate ^ Pin 7-Cathode, 

Pin 3-Grid No.2 Grid No.3 

Pin 4-No Pin 8-Heater 

Connection (2\ 'A u VvZ) Plug “Ba se 

Pin 5-No fiW) Shell 

Connection 


Maximum Ratings, Characteristics , and Typical Operating 
Conditions are the same as those for Type 6K6-GT 

0 Nominal voltage = 7.0 volts. 

DD Nominal current * 0.43 ampere. 
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